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Drawing Name 


Part Number 
Drawing Number 


Project 
Number 
Drawing Revision 
Material 
Due Date 


EC 
EC 


EC verifiedby 


: 16/03/2009 
Qty: 
2 
Um: 
Each 


Additional Product 


Job Number: 


11111111111111111111111111111111111 


111111111111111 


Machine Or Operation: 


DC 


Description: 


DOCUMENT CONTROL 


1111I11111111111111111111 
~D 
O~ 103110 
11111111111111111111111 


Comment: DOCUMENT CONTR 
c..; 
~ 
~ 


Photocopy 0412-630 
bluefile & type labels per PPP412-630-031~ 
&::i)7 


2.0 
03463041 
Step Weldment Assembly 


1111111111111111111111111 


Seq.#: 


1.0 


2.0000 Each(s) 


Description 
Batch 
0 j 1/ ~ 
..-/ 
Stepweldment 
~I~ 
J 


Strut Weldment Assembly 


1.0000 Each(s)/Unit 
Total: 


Part Number 


03463-041 


03443043 


1111111111111111111111111 


Comment: Qty.: 


Pick: 


Qty 


1 


3.0 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 
\ 


Pick: 


Qty 
Part Number 
Description 
Batch 
~ 
1 
03443-043 
Strut ass'y 


4.0 
03443041 
Strut Weldment Assembly 


1111111111111111111111111 
Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 
-\ 


Qty 
Part Number 
Description 


1 
03443-041 
Strut ass'y 
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Seq.#: 


5.0 


I1111111111111111111111111111111111 


Machine Or Operation: 


D34439 


1111111111111111111111111 


Description: 


Pin 


111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch 
(7.-.,'2....,.'")1""\6 
,fI I 
2 
D3443-9 
Pin 
__ 
12-y d-dV "'I 


6.0 
AN4CH3 
SS Bolt 


1111111111111111111111111 
111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch K. '09Jb \ 
2 
AN4CH3 
BOLT 


AIR 
MS20995c41 
Lockwire 
H/O 1537- 
oq{o3 


7.0 
AN4C14 
BOLT 


1111111111111111111111111 
. 
111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch 
l '\\r<"('""""\\ 1 C/' 
1 
AN4C14 
BOLT 
IV 
\) ~'\O 
-~, 


8.0 
D34547 


1111111111111111111111111 


Bushing 
., 


111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch 
i I, i-::tQ,'\ 
2 
D3454-7 
Bushing 
_'-1_'-\ -y 
cJ. 


9.0 
AN3104 
NUT 


1111111111111111111111111 
111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 
: 


Qty 
Part Number 
Description 
Batch 
M\r.-l /7 tj 
1 
AN31 0-4 
Nut 
__ 
U~\U "1\'::> 
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Customer: 
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Process Sheet 


Drawing Name:PILOT/CO-PILOTSTEP,LH (FOLDING) 


Part Number: 0412630031 


Job Number: 


Seq.#: 


10.0 


II11I111111111111111111111111111111 


Machine Or Operation: 


MS24665227 


111111111111111111111111111111 


Description: 


COITER PIN 


I111I1111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
B_atch_"'_AI".Ci [.-4.. i.) 
1 
MS24665-227 
COTTER PIN 
1-\ 'l) I \..,.. 
, 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch -a~\ 
I i\D. \ [ 
2 
D3455-1 
Spacer 
~£1~"../'-\ 
'V '1 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch, 
I(....a 1"\ 
1 
D3465-1 
Washer 
\,1/- { oZ 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch 
l..A \d"'2 
"''' 
Co 
1 
AN310-7 
Nut 
_,_ 
\U Joq:; 


11.0 
D34551 


1I1111111111111111111111111111 


12.0 
D34651 


1111I1111111111111111111111111 


13.0 
AN3107 


111111111111111111111111111111 


14.0 
MS24665302 


111111111111111111111111111111 


Spacer 


Washer 


NUT 


Cotter Pin 


111111111111111 


111111111111111 


1I1111111111111 


111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 


Qty 
Part Number 
Description 
Batch M\:0.-' t:."<- 
1 
MS24665-302 
COTTER PIN 
~ 
C.1Q '""t'1O 
./ 
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Customer: 
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Job Number: 
11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 


15.0 
SMALLFAB 1 


1111I1111111111111111111111111 


Process Sheet 


Drawing Name: PILOT/CO-PILOTSTEP, LH (FOLDING) 


Part Number: D412630031 


Description : 


SMALL& MEOIUMFABRESOURCE1 


1111111111111111111111111 


Comment: SMALL & MEDIUM FAB RESOURCE 1 


Assemble as per dwg 0412-630 p.17 


****ensure tension to retract step is 11 to 18 Ibs before installing lockwire. **** 


16.0 
QC5 
INSPECTWORKTO CURRENTSTEP 


111111111111111111111111111111 


Comment: INSPECT WORK TO CURRENT STEP 


****ensure tension to retract step is 11 to 18 Ibs **** 


17.0 
PACKAGING1 
PACKAGINGRESOURCE#1 


111111111111111111111111111111 
1111111111111111111111111 


Comment: PACKAGING RESOURCE #1 


Pick Packing Kit 


18.0 
034541 
Bushing 


111111111111111111111111111111 
. 
111111111111111 


(' 
Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


't:::> 
Pick: 
~ 
Qty 
Part Number 
Description 
Batch 
fir ....•1. ~ 
~ 
1 
03454.1 
Bushing 
~I/ 
) 


19.0 
034543 
Bushing 


111111111111111111111111111111 
111111111111111 


( 
Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 
l> 
Pick: 
@ 
Qty 
Part Number 
Description 
Batch 
. 


2 
03454-3 
Bushing 
G q~ 


20.0 
034545 
Bushing 


111111111111111111111111111111 
111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


( 
Pick: 


(.) ~ 
Qty 
Part Number 
Description 
Batch 
I 'oq'~<?). 
ct:.Y 
2 
03454-5 
Bushing 
_'-1 
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• 
J"", 
1j,.$f"au, 
Fault Category: ~ 
Jfre fl'("~-3~"'L NCR: ~O 
DQA: ~ 


Disposition: 
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~I--=~-- 
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J~ 
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11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 


21.0 
034551 
Spacer 


111111111111111111111111111111 
' 


/" 
Comment: Qty.: 
6.0000 Each(s)/Unit 
Total: 
~OOOO 
Each(s) 
'-0 
Pick: 
@ 
lo'\\~Qty 
Part Number 
Description 
Batch 
y 
,%''1 
03455-1 
Spacer 


22.0 
034553 


111111111111111111111111111111 


Spacer 


Description : 


II11I1111111111 


- 


111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 
C 
Pick: 
D 
Qty 
Part Number 
Description 
Batch 
~ '1~ 
. 
2 
03455-3 
Spacer 
D-:v 0/..d1- 


23.0 
03462041 
BracketAssembly 


111111111111111111111111111111 
111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 
C 
Pick: 
o~ 
Qty 
Part Number 
Description 
Batch Onr:::;;cC( 
~ 
1 
03462-041 
Bracket ass'y 
~) 
I 


24.0 
AN3104 


111111111111111111111111111111 


NUT 


111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 
C ID 
Qty 
Part Number 
Description 
Batch, 
\ 
l ..,,', 
~fV 
1 
AN310-4 
Nut 
Oll:{.l 


25.0 
AN3105 
NUT 


111111111111111111111111111111 
111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 


( 
Pick: 
0.~ 
Qty 
Part Number 
Description 
Batch 
lA \ \ r,C:::5 ""\ 
L' 
••.. 
2 
AN310-5 
Nut 
-------r:.W- J 
d-.. 
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Machine Or Operation: 


26.0 
AN3C5A 


1I1111111111111111111111111111 


Process Sheet 
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Part Number: 0412630031 


Description: 


Bolt 


111111111111111 


Comment: Qty.: 
3.0000 Each(s)/Unit 
Total: 
6.0000 Each(s) 


Pick: 


~ 
Qty 
Part Number 
Description 
Batch 
U\1 
a vr- 
b, 
3 
AN3-C5A 
Bolt 
~\o-\OJ 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 
r 
Qty 
Part Number 
Description 
Batch 
\ \, 
-? i 1""'\ 
~ @> 
1 
AN44-C12 
Eyeboll 
j'\ \,() :>'-10<.. 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 


~. 
Qty 
Part Number 
Description 
Batch 
tJ\\'6\ c;- (" 
@ 
1 
AN4C15' 
BOLT 
. 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 
~ 
r:::i\ 
Qty 
Part Number 
Description 
Batch 
M \\,"l 
••••••l 1\/ 
'-l:L/ 
1 
AN5C11 
BOLT 
-------J-l-lG 
J:::j.. '1D 


27.0 
AN44C12 


111111111111111111111111111111 


28.0 
AN4C15 


111111111111111111111111111111 


29.0 
AN5C11 


111111111111111111111111111111 


30.0 
AN5C15 


1I11I1111111111111111111111111 


eyeboll 


BOLT 


BOLT 


BOLT 


111111111111111 


" 


111111111111111 


111111111111111 


111111111111111 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


(' 
Pick: 
.6if) 
Qty 
Part Number 
Description 
Batch 
,.1 A \ \0 i~ 
~ 
1 
AN5C15 
BOLT 
_V"') 
J 
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Process Sheet 


Drawing Name: PILOT/CO-PILOTSTEP, LH (FOLDING) 


Part Number: 0412630031 


Job Number: 


Seq. #: 


31.0 


1I11III1111111111111111111111111111 


Machine Or Operation: 


AN960C10 


I11111111111111111111111111111 


Description: 


WASHER 


111111111111111 


Comment: Qty.: 
7.0000 EACH(s)/Unit 
Total: 
14.0000 EACH(s) 


Pick: 


/ 
Qty 
Part Number 
Description 
Batch 
tJ\. '\()G v~ \1 I V 
~ 
7 
AN960C10 
Washer 
~ 
'\0 
@ 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


~ 
Pick: 
'vcfD 
Qty 
Part Number 
Description 
Batch 
••.l \0 d.-<6l{1\ 
1 
AN960C516 
Washer 
~.M.~ 
0- 


Comment: Qty.: 
3.0000 Each(s)/Unit 
Total: 
6.0000 Each(s) 


Pick: 


/ 
Qty 
Part Number 
Description 
Batch 11\\ 0 I~'(' 
'::> @ 
3 
MS21043-3 
Nut 
\\ 
\ / .J 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 
C 
Pick: 
c-/ ~ 
Qty 
Part Number 
Description 
Batch 
tJ\ VJ1 r-:J...li 
2 
MS24665-227 
COTTER PIN 
~\ 
\ 
\ 
\ 


32.0 
AN960C516 


111111111111111111111111111111 


33.0 
MS210433 


111111111111111111111111111111 


34.0 
MS24665227 


I111I1111111111111111111111111 


35.0 
MS24665229 


111111111111111111111111111111 


WASHER 


Nut 


COTIERPIN 


COTIERPIN 


111111111111111 


111111111111111 


111111111111111 


111111111111111 


Comment: Qty.: 
2.0000 Each(s)/Unit 
Total: 
4.0000 Each(s) 
C 
Pick: 
2:> A!D 
Qty 
Part Number 
Description 
Batch 
A A \\ 0 a l"J.. 
• 
c: 
2 
MS24665-229 
COTTER PIN 
~ 
l-I 
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Customer: 
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Drawing Name: PILOT/CO-PILOTSTEP, LH (FOLDING) 


Job Number: 
46117 
Part Number: 0412630031 


Comment: Qty.: 
1.0000 Each(s)/Unit 
Total: 
2.0000 Each(s) 


Pick: 
Ct:ii;) 
Qty 
Part Number 
Description 
Batch 
"1\ qlie,? A' 
V~ 
1 
NAS1515H5 
Washer 
I 
0 '-'\';::N 


37.0 
QC4 
INSPECT100%KITS FOR COMPLETENESS 


Job Number: 
11111111111111111111111111111111111 


Seq. #: 
Machine Or Operation: 
Description: 


36.0 
NAS1515H5 
Washer 


1111I1111111111111111111111111 
1I1111111111111 


Comment: PACKAGING RESOURCE #1 


Identify and pack for shipping as per PPP 0412-630-031 


Location:_ 


PPP Rev: 


39.0 
QC21 


111111111111111111111111111111 


Comment: INSPECT 100% KITS FOR COMPLETENESS 


38.0 
PACKAGING1 
PACKAGINGRESOURCE#1 


1I11I1111111111111111111111111 


111111111111111111111111111111 


Comment: FINAL INSPECTIONIW/O 
RELEASE 


Job Completion 
111111111111111111111111111111111111111111111 


111111111111111111111111111111 
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DART AEROSPACE LTD. 
0412-630 
Page 18 of 26 


. O~12-630-031/-032 Pilot/Co-Pilot Fa/ding-Step Installation 


FWD 


FIGURE 
23 


L''''"''~ 


STA 
53.5 


BL30 


ENSURE 
THE STEP 
IS IN DOWN 
POSITION 


& APPROXIMATELY 
PARALLEL 
TO GROUND. 
PICKUP 
ON EXISTING 
RIVET 
HOLES. 


TRANSFER 
HOLES 
TO 03462-042 
(-032, 
SHOWN) 


OR 03462-041 
(-031, OPPOSITE). 


OPEN 
HOLES 
TO 00.196 
(5 mm) 


FIGURE 21 -Isometric 
View 0412-630-032 RH, Pilot/Co-Pilot Folding-Step Installation (Shown), 
0412-630-031 LH (Opposite) 


DRILL 
OUT 
UNUSED 
RIVET 
HOLES, 


CSK 00.225 
x 100', 
AND 
INSTALL 
MS20426AD4 


SHOPCOPV 
REnJRNTO 


ENGfNEERlNG 


TYPICAL 
RIVET 
PAfffiJIflONTROLLED 
COpy 


COLUMN 
AND 
ROvV ~~;JECT TO AMENDMENT 


WITHom NOTICE 
WPMpRpER 
NO,~ 
FIGURE 22 - Oetail View 03462-042 Bracket Assembly (-032 Installation, Shown) 
03462~041, (-031 Installation Opposite) 


03462-042 
REF 


APPLY 
A LAYER 
OF PROSEAL 
890 
BE1WEEN 
AIRCRAFT 
& BRACKET 
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AN5C-15 
BOLT 
(1) 
03454-3 
BUSHING 
(2) 
03455-1 
SPACER 
(2) 
• 
AN31D-5 
NUT (1) 


MS24665-229 
COTTER 
PIN (1) 


AN4C-14 
BOLT 
(1) 
03454-7 
BUSHING 
(2) 
AN310-4 
NUT (1) 
MS2'~~65-227 
GOTTER 
PIN (1) 


AN5C-11 
E;OLT(1) 
03454-1 
BUSHING 
(1) 
03455-1 
SPACER 
(2) 
NAS1515H5 
WASHER 
(1) 
AN960C516 
WASHER 
(1) 
AN310-5 
NUT (1) 
MS24665-229 
COTTEI3 
PIN (1) 


03455-1 
SPACER 
(2) 
03465-1 
WASHER 
(1) 
AN310-7 
NUT (1) 
MS24665-302 
COTTER 
PIN (1) 
COTTER 
PIN TO BE INSTALLEO 
VERTICALLY 
TO AVOIO 
PUNCTURING 
FLOAT 
BAGS 


_.----_.- 
-:~----~--:--:--- 
: 
\ 
r--- --~ 
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03462.Q42 
BRACKET 
ASSEMBLY 
(.Q32. SHOWN) 
OR 03462-041 
(.Q31, OPPOSITE) 


SEE 
FIGURE 
22 


AN3C-5A 
BOLT 
(1) 
AN960C10 
WASHER 
(2) 
MS21 043-3 
NUT (1) 
2PL 


AN4C-15 
BOLT 
(1) 
03454-5 
BUSHING 
(2) 
03455-3 
SPACER 
(2) 
AN310-4 
NUT (1) 
MS24665-227 
COTTER 
PIN (1) 


AN3C-5A 
BOLT 
(1) 
AN960C10 
WASHER 
(3) 
MS21043-3 
NUT(1) 


03463.Q42 
STEP ASSEMBLY 
(.Q32. SHOWN) 
OR 03463\{)41 
(-031, 
OPPOSITE) 


FIGURE 23 -Isometric 
View 0412-630-032 RH, Pilot/Co-Pilot 
Folding-~tep 
Installation 
(Shown) 
" 
0412-630-031 LH (Opposite) 


AN4CH3 
BOLT 
(1) 
03443-9 
PIN (1) 
2 PL 


SAFETY 
LOCKWIRE 
(AIR) 


STEP 
ASSEMBLY 
REF 


03443-043 


STRUT 
ASSEMBLY 
REF 


SHOP copy 


RETURN TO 
ENGINEERING 
UNCONTROLLED 
copy 


SUBJECT TO AMENDMENT 
WITHOUT NOTICE 
Wp~RW?ER 
NO.~ 


FIGURE 24 - Detail Safety Wiring, 
0412-630-032 RH,Pilot/Co-Piiot 
Folding-Step 
Installation 
(Shown) 
0412-630.031 LH (Opposite) 
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